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Wells Cathedral. The whole of the glorious West 
Front of Wells Cathedral, except the upper towers, is 
chiefly due to Joceline, Bishop of Bath and Wells (1205— 
1241), and is one of the finest specimens of Mediaeval 
sculpture in Europe. There are two chantry chapels 
(1424 and 1489) and Ina, King of the West Saxons, is 
said to be bu-'ed in the Nave here. The central tower 
is 182 feet high, the western towers 130 feet each. 
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By Appointment. 

Wells Cathedral. The whole of the glorious West 
Front of Wells Cathedral, except the upper towers, is 
chi* fly due to Joceline, Bishop of Bath and Wells (1205— 
1241), and is one of the finest specimens of Mediaeval 
sculpture in Europe. There are two chantry chapels 
(1424 and 14*9) and Ina, King of the West Saxons, is 
said to be bu- ed in the Nave here. The central tower 
is 182 feet high, the western towers 130 feet each. 
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By Appointment. 

Wells Cathedral. The whoL of ti&gTo^>^West§ 
Front of Wells Cathedral, except\he upper"towers, 
chiefly due to Joceline, Bishop of Ba"lh anrd^W»UaXX20^ 
1241), and is one of the finest specim^nt^fyjjdedj^val 
sculpture in Furope. There are two cTtwit^-Tfnapels 
(1424 and 1489) and Ina, King of the West Saxons, is 
said to be buried in the Nave here. The central tower 
is 182 feet high, the western towers 130 feet each. 
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By Appointment. 

Wells Cathedral. The whole of the glorious Wes} P M 
Front of Wells Cathedral, except the upper towdr 
chiefly due to Joceline, Bishop of Bath and Wells (l3uo — ^ 

1241), and is one of the finest specimens of MediaS^l/ Z) Q ^\ 
sculpture in Europe. There are two chantry chapel^^ 

(1424 and 1489) and Ina, King of the West Saxons, is 
said to be buried in the Nave here. The central tower 
is 182 feet high, the western towers 130 feet each. 
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